Company profile 


Established for more than 20 years35 years of experience in vacuum pump 

Development Vacuum Equipment CO., Ltd. has been established in 2000 and specializes in the 
manufacturing and design of various vacuum pumps and vacuum systems. After twenty years of 
efforts, the company has been developing rapidly. At present, DVE has already set up a more 
comprehensive quality management system as well as large-scale design and manufacturing 


capability. 
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1.VARIABLE PITCH SCREW DRY VACUUM PUMPS 


SVP series variable pitch screw dry vacuum pumps can be widely used in the chemical industry, 


pharmaceutical industry, food industry, solar, metallurgical system, heat treatment, electronics 





industry, etc. 


2.Vacuum Pump System Manufacturers 

3. As a Vacuum Pump System Suppliers specializing in custom vacuum pump system, we can 
customize corresponding products according to customer requirements or parameters. At the 
same time, as an ISO-9001 certified manufacturer, we maintain manufacturing quality. Our 
products are manufactured in accordance with European and international standards and have 


successfully passed the CE certification 





test. 


3 Rotary Vane Vacuum Pumps Manufacturers 
Development Vacuum Equipment CO., Ltd was established in 2000 with rich industry experience. 


It is a professional Rotary Vane Vacuum Pumps Manufacturers specializing in the manufacture 
and design of various wholesale rotary vane vacuum pump. After 20 years of hard work, the 
company has developed rapidly. At present, DVE has established a relatively complete quality 


management system and large-scale design and manufacturing 





capabilities. 


